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HQ MIGHT ACTION 


1. TO 

Z, CHECK CLEARANCE OF PRESSURE PLATE WITH FILTER HOUSING OH 
TRACKER SjM % 

3 . RESULTS OF mn 6035 SHOWED THAT TIC CLEARANCE WAS HOT 
SUFFICIENT AMD CAUSED SOME FORMAT SHIFTING AND mmim* 
k. THE CLEARANCE SHOULD BE .01 8 . 
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